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2 0 MAR 1978 
MEMORANDUM FOR: Legislative Counsel dae nial 
FROM: Robert W. Gambino 


Director of Security 


29X1 


SUBJECT: House Select Committee on 
Assassinations Request (U) 


1. (U/AIUO) Action Requested: None; for information 
only. 


2. (C) Background: Reference is made to the attached 
request (OLC TSULEST LY from the House Select Committee on 
Assassinations (HSCA) dated 6 March 1978. The HSCA has 

asked for access to all files and index references regarding 
four individuals formerly affiliated with this Agency in © 
staff and contract capacities. 25x1 


(C) The Office i j ready for HSCA 


25X1 i ing to Files on 
; were made availa ly on 9 March 
- Material concerning is not ready for 


ime. A response 25x1 
will be forwarded to your Office when this material becomes 


(C) If you have any questions regardi ; 
please contact 


25X1 


staff members are ready to review the 
above files. 


25X1 


amdilno 


Attachment 


KMORVCDF } 


ICINE I . "i 
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MEMORANDUM FOR: Special Assistant to the DDO 


FROM : S. D. Breckinridge 
Deputy Inspector General 


~ SUBJECT : HSCA Request dated 6 March 1978 
REFERENCE : OLC 78-0448/1 


1. In Attachment A is a document which refers to[____d 
It is provided for your review in relation to subjec 

reque Attachment B contains several items which mention 
[dich you should also review in relation to this: 
reques 

2. Some of the material in Attachment B is contained in 
the Task Force Report which was transmitted to the HSCA in 
sanitized form and shown only to selected HSCA staff members 


in unsanitized form at Headquarters. Limited access should con- 
tinue to be provided. 


‘3. OIG files contained no information of or 


Ws S. D. Breckinridge 
S. D. Breckinridge 


Attachments : 
As Stated 


W/O attacnm 
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